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The  calculated  results  based  on  the  universal  two-equation  model  known  as 
k-e  model  of  turbulence  for  recirculating,  reactive  and  non-reactive  flows  in 
dump  combustors  (12"  ID)  are  presented  extending  the  previous  results  obtained 
in  this  Department.  The  experimental  data  on  the  combustion  efficiency,  flow 
fields  and  recirculation  zones  for  such  combustors  from  the  Air  Force  Aero 
Propulsion  Laboratory,  Ohio  and  the  Arnold  Engineering  Development  Centre, 
Tennessee  have  been  conqiared  with  those  predicted  by  the  present  modelling  pro- 
cedure  and  found  to  be  in  remarkably  good  agreement. 
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FOREWORD 


The  work  reported  herein  was  conducted  at  the  Departoient  of  Chemical 
Engineering  and  Fuel  Technology,  Sheffield  University,  U.K.  on  behalf  of  the 
Air  Force  Office  of  Scientific  Research  CAFOSR),  U.S.A.  and  forms  the 
continuing  effort  of  evolving  a  mathematical  modelling  method  which  can  be 
used  as  a  viable  design  technique  for  ramjet  dump  combustors. 

This  report  forms  the  second  stage  of  such  an  effort  and  highlights  the 
capabilities  and  requirements  for  further  development  in  the  model  and 
computer  programme  by  comparing  the  predicted  flow  fields  and  coudiustor 
performance  characteristics  with  the  experimental  results  available  from  the 
works  done  at  the  Air  Force  Aero-Propulsion  Laboratory  (AFAPL) ,  Ohio,  and  at 
the  Arnold  Engineering  Development  Centre  (AEDC) ,  Tennessee. 

The  report  covers  work  performed  during  the  time  period  of  February  1980 
through  December  1980. 

This  work  was  carried  out  under  the  overall  supervision  of  Professor 
J.  Swithenbank  of  the  Department  whose  guidance,  help  and  encouragement  are 
gratefully  acknowledged. 


The  author  also  wishes  to  thank  the  AFOSR  for  supporting  2md  financing 
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This  report  represents  an  extension  and  refinement  of  the  previous 
report with  the  specific  aim  to  further  develop  and  validate  the  numerical 
modelling  technique  so  that  predictions  which  may  be  directly  compared  with 
the  experimental  results  may  be  obtained  for  tubulent,  ducted,  subsonic, 
axisynmetric,  recirculating,  reactive  or  non-reactive  flow  systems  typically 
encountered  in  a  dump  combustor. 

The  present  research  project  was  performed  for  the  Air  Force  Officii  of 
Scientific  Research  (AFOSR) ,  U.S.A.  In  the  previous  report,  the  details  of 
the  mathematical  models  comprising  physical  modelling,  turbulence  modelling, 
thermodynamics  modelling,  radiation  modelling  and  chemical  kinetics  which 
characterise  the  flows  in  combustors  were  given.  The  essential  features  of 
the  Computer  Programme  for  solving  the  partial  differential  equations  by  the 
finite-difference  method  were  also  reported  there  and  will  not  be  repeated 
here  for  the  sake  of  brevity. 

The  preliminary  results  obtained  for  a  sudden  expansion  dump  combustor 
showed  that  the  Computer  Programme  had  some  deficiencies  when  the  combustion 
in  the  chamber  was  considered.  Typically,  it  predicted  the  temperature 
distribution  (Fig.  31  in  reference  Cl))  for  both  diffusion  and  pre-mixed 
flames  with  peak  values  being  centred  near  the  centre-line  of  the  combustor. 
The  mathematical  model  presented  therein  was  recheked  and  the  fault  was  traced 
in  the  computer  programming  itself.  This  has  since  then  been  corrected  and 
the  results  reported  here  will  show  that  the  modifications  and  corrections 
introduced  in  the  computer  programme  have  improved  the  capability  of  the 
prediction  method.  The  predicted  mean  axial  and  radial  velocity,  mean 
kinetic  energy  of  turbulence  and  dissipation  rates  and  the  temperature 
profiles  are  more  plausible  and  agree  very  well  with  the  experimental  results 
(2-6)  for  dunq>  combustors. 


The  design  and  development  studies  C2-5)  at  the  Air  Force  Aero  Propulsion 
Laboratory,  Ramjet  Technology  Branch,  Ohio  have  established  several  novel 
requirements  for  the  successful  operation  of  ramjet  missiles.  This  advanced 
generation  of  strategic  and  tactical  missiles  have,  as  their  integral  parts, 
the  rocket-ramjet  such  that  the  rocket  booster  and  the  ramjet  engine  operate 
as  a  completely  integrated  system.  This  introduces  the  constraints  that  the 
missiles  must  be  volume  limited. 

The  basic  combustor  cofiguration  experimentally  studied  at  AFAFL,  is 
illustrated  in  Fig.  1  which  is  the  so-called  sudden-expansion  dump  combustor. 

In  this  system  fuel  can  be  pre-mixed  or  injected  from  the  wall  in  the  inlet 
air-stream,  upstream  of  the  sudden  expenaion  step.  Primary  flame  stabilization 
is  achieved  by  the  recirculation  region  just  downstream  of  the  dump  station. 
Additional  flame  stabilization  with  subsequent  higher  combustion  efficiency 
can  be  achieved  by  mechanical  flame  holders  placed  at  the  air  inlet-dump 
station  interface.  Combustion  efficiencies  in  excess  of  90%  can  be  obtained 
and  studies  at  the  AFAPL  have  established  that  for  small  diameter  combustors 
(>  0.1270  m  ID)  high  blockage  flameholders  and  combustor  length-to-diameter 
ratio  ,  L/D  ®  6.0  are  required  while  for  larger  combustors  0.3048  ID) 
comparable  combustion  efficincies  can  be  obtained  for  L/D  *  3.  In  the  larger 
combustors,  the  severe  pressure  losses  found  in  the  case  of  shorter  combustors 
with  flameholders  are  avoided.  However,  the  study  of  Craig  et  al  (2)  showed 
that  the  larger  comhustors  can  attain  still  higher  efficiencies  for  equivalent 
blockage,  if  some  pressure  loss  is  tolerated.  The  studies  by  Craig  et  al  (4) 
also  showed  that  the  mode  of  fuel  entry  (wall  injection  or  pre-mixed),  the 
types  of  flameholders  (annular,  y-shaped)  and  the  inlet  tenq>erature,  all 
influence  the  combustion  efficiency.  However,  it  was  found  that  for  higher 
efficiencies,  L/D  >■  3  or  more  is  required.  Other  important  results  were  that 
both  higher  inlet  temperature  and  the  incorporation  of  additional  flameholders 
give  higher  coiid>ustion  efficiencies,  n^.  Furthermore,  it  was  found  that  in 
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the  case  of  a  pre-mixed  flame,  higher  was  obtained  for  higher  fuel-to-air 
ratio,  f/a,  whilst  in  the  case  of  fuel  injection  from  the  wall  the  highest 
efficiencies  were  obtained  at  a  lower  f/a  ratio  with  an  almost  linear  decrease 
in  with  increasing  f/a  ratio.  The  annular  wedge  type  flameholders  did  not 
follow  the  same  consistent  trend  found  with  the  T-type  flameholders  and  showed 
less  sensitivity  to  f/a  ratio  and  L/D  ratio. 

In  view  of  the  vast  amount  of  results  available  from  the  experimental 
investigations  on  the  parametric  variations  of  the  basic  co-axial  dump 
combustor  performance,  it  was  obvious  that  the  analytical  models  can  be 
tested  and  if  validated  can  be  used  as  an  additional  tool  for  the  design  of 
ramjet  combustors  and  other  flow  configurations  which  are  encountered  in  a 
wide  variety  of  engineering  applications. 

2.  BASIC  COMBUSTOR  CONFIGURATION 

The  basic  coaxial  dump  combustor  configurations  which  were  chosen  for  the 
modelling  purposes  are  shown  in  Figs.  C2a,  2b)  and  relate  to  the  0.3048  m  ID 
combustor  tested  by  Craig  et  al  (2).  Fig.  2a  refers  to  the  sudden  expansion 
type  dump  combustor  and  does  not  incorporate  the  flameholders  and  exhaust 
nozzle  section.  Fig.  2b  incorporates  these  two  aspects  into  the  sudden 
expansion  dump  combustor  and  also  differs  from  Fig.  1  in  the  following 
respect,  i.e.  the  fuel  enters  premixed  with  die  inlet  airstream.  The  combustor 
shown  in  Fig.  2a  has  been  studied  by  a  two-dimensional  Computer  Programme 
(TEACH) ,  while  that  shown  in  Fig.  2b  has  been  studied  by  a  three-dimensional 
Computer  Programme  based  on  the  SIMPLE  algorithm,  both  of  which  were  originally 
developed  at  Imperial  College,  London.  However,  numerous  refinements  and 
modifications  have  been  made  at  Sheffield  University  in  the  physical  modelling 
and  computer  Programme  to  incorporate  the  features  found  in  dump  combustors. 

The  ranges  of  other  parameters  which  have  been  investigated  in  the  present 
study  are  given  below  and  conform  very  closely  to  those  ranges  given  by  Craig 
et  al  (2). 
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Combustor  L/D 


•  .3  to  5 


Inlet  velocity,  ®  180  to  240  m/s 

5  2 

Inlet  pressure  “  1.15  x  10  N/m 

Combustor  inlet  temp.,  T.  *  600  K 
Fuel/air  ratio,  f/a  =  0.03  to  0.065 

Fuel  used  *  JP-4 

Reynolds  number,  R^,  based  on  the  primary  flows  at  the  inlet  duct  is 
calculated  from. 


D. 

in 


U, 

in 


1  X  10  -v  1.2  X  10 


(1) 


It  is  a  well  known  observation  that  at  such  a  value  of  R  ,  the  time- 

e 

averaged  velocity,  species  concentrations,  static  pressure  fields,  etc.  become 

independent  of  R^  \diich  is  the  case  in  the  present  study  (N.B.  the  flow  is 

fully  turbulent  at  this  value  of  8.^)* 

The  chemical  properties  of  the  fuel  which  have  been  used  in  the  reactive 

case  studies  are  given  below.  (Private  communication^^\) 

Fuel  :  JP-4  (Cg  5  g) 

Density  :  762.457  Kg/m^ 

-4 

Viscosity  ;  9.584  x  10  Kg/m.s 

Heat  of  combustion  :  43.49  X  10^  J/Kg 

(hfu) 

Molecular  weight  :  133.15 

Specific  heatj  C^  ;  2.031  x  10^  j/Kg.K 

3.  MODELLING  OF  COLD  FLOW;  TWO-DIMENSIONAL  ANALYSIS 

vniile  the  difficulties,  as  mentioned  earlier,  in  the  three-dimensional 
numerical  computer  programme  were  being  investigated,  the  numerical  modelling 
programme  based  on  TEACH  was  modified  in  order  to  apply  it  for  predicting  the 
recirculating  ducted  flow  systems  pertaining  to  the  dump  combustor  configura¬ 
tions  as  shown  in  Fig.  2a. 


A.  CASE-STUDY  I-2D;  WITHOUT  BAFFLE 


The  following  are  the  details  of  the  geometry  and  boundary  conditions 
adopted  in  this  case.  It  is  to  be  noted  here  that  these  b.c.s  also  apply  to 
all  the  cases  which  will  be  presented  in  this  report,  unless  mentioned 
otherwise. 

(a)  Geometrical  Features 

The  geometry  adopted  is  a  simple  sudden  expansion  dump  combustor 
(Fig.  2a). 

Length  of  the  dombustor  :  1.29  m 

Length  of  the  inlet  section  :  0.1695  m 

Diameter  of  combustor^ D^  :  0.3048  m 

Diameter  of  the  inlet  section,  D.  :  0.1524  m 

«  7  in 

(b)  Boundary  Conditions 

(i)  Initial  flow  boundary  specification 
Inlet  air  velocity  ;  220  m/s 

5  2 

Pressure  :  1.01  x  10  N/m 

Temperature  at  the  inlet  :  300  K 

3 

Density  :  1.2  Kg/m 

(ii)  Modelling  of  <  and  e  at  the  inlet 

The  kinetic  energy  of  turbulence,  x>,  at  the  inlet  was  taken  as 


=  0.03  .  U. 
in  in 


The  corresponding  turbulence  dissipation  rate,  e,  was  taken  as 


k3/2 

0.002x  D/2 


(2) 


(3) 


The  turbulence  model  used  in  the  present  study,  it  is  to  be  noted,  is 
given  by 

^  ^ It.  (Cjj  ■  0.9,  a  constant)  (4) 

>  turbulent  or  effective  viscosity 


(c)  Exit  Plane 


The  static  pressure  is  assumed  to  he  uniform  and  constant.  The  axial 
gradients  of  all  the  remaining  variables  at  the  exit  plane  are  set  to  zero. 

(d)  Axis  of  Symmetry 

The  radial  gradients  of  all  the  variables  excepting  v  are  set  to  zero. 

(e)  Wall  Boundaries 

Wall  shear-stress,  is  required  for  the  boundary  conditions  of  the 

momentum  equations  and  for  the  evaluation  of  the  ^-generation  term. 

In  the  previous  report^^^,  the  b.c.  for  the  momentum  equations  were  set 

to  be  the  components  of  the  wall— shear-stress  in  the  direction  of  the 

velocities  -  and  an  empirical  correlation  formula  relating  the  shear-stress 

coefficient  (C^  0.03)  with  ^ynolds  number  was  used  to  evaluate  the  wall 

shear-stress  x  . 

s 

Similarly,  for  K.  and  e,  Twall  for  k  was  set  to  zero  since  <  has  small 
diffusion  near  the  wall  while  c  was  set  equal  to: 

e  =  C*  6  (5) 

where  R  =  0.43  CVon  Karman's  Constant) 

>=  the  distance  of  the  wall  from  the  nearby  grid  nodes. 

However,  in  die  present  study,  the  'Log-law  of  the  wall'  given  by  Spalding  (8) 

has  been  used  and  is  detailed  below. 

Assuming  a  constant  shear  region  near  the  wall,  x  is  obtained  via  a 

8 

modified  Log-law: 


i  in  (E  y  +) 

where  E  >9.73  for  smooth  wall 
Now, 

Fwall  “  ^“component 


(6) 


(7) 
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Uhere  t  is  obtained  for  this  range  of  y'  from 
s 

\  -  Var  .all  ^ 


=  p  cj,  6/Uj^ 

(p  =  laminar  viscosity) 

1j 


The  expression  for  Twall  for  a  general  variable  comes  from  the 
"())'*’  =  ~  type  of  'the  law  of  wall'.  The  quantity,  P  is 

calculated  from: 


P  =  9.0  -  1)  ^°/°efP 


The  following  table  shows  the  wall  functions  used  for  different 
variables: 

Table  I 


(1)  Velocity  component  normal 
to  the  wall 

(2)  Velocity  component  parallc 
to  the  wall 

(3)  K 

(4)  e 


rwall 

0 

.  + 

+ 

wlY 

Y 

>  11.63  :  - - 

Y* 

<  11.63  :  y. 

0 

6 

(f)  Computational  Parameters 


(i)  Grid  structure 

A  20  X  20  grid  in  the  axial  and  radial  directions  was  used  with  a 
greater  number  of  grid  nodes  being  concentrated  near  tbe  sudden  expansion 
on 


In  order  to  achieve  stability  and  avoid  divergence  in  the  numerical 
solution  method,  tbe  following  under-relaxation  parameters  were  used  for  the 


different  variables: 

Variable  (({>) 
u 

V 

P' 

K 

e 


Under-relaxation  factor  (“,) 

_ 2, 

0.2 

0.2 

1.0  (i.e.  no  under¬ 
relaxation  on  P') 

0.5 

0.5 


p  0.5 

(iii)  Convergence  test 

The  iteration  process  is  monitored  by  comparing  the  sum  of  the  absolute 
values  of  residual  mass  sources  in  the  field  with  a  preset  value  as  given 
below: 


[CSum  of  absolute  residual  mass  sources)  x 


i5^ 


B.  CASE  STUDY  II-2D:  WITH  BAFFLE 

The  geometry  adopted  for  this  case  study  is  shown  in  Fig.  2a  with  the 
baffle  flameholder  placed  at  the  interface  of  the  inlet-sudden  expansion  step, 
similar  to  that  shown  in  Fig.  2b.  The  flameholder  used  is  an  annular  wedge 
type  (i.e. V-gutter) similar  to  that  used  by  Craig  et  al  (4)  and  gives  a 
blockage  of  “v  10%  at  the  inlet  port. 

The  governing  equations  solved  and  the  b.c.  employed  are  similar  to  those 
given  above  in  case  study  I-2D. 

RESULTS  AND  DISCUSSION 

The  convergence  characteristics  for  the  two  cases  are  shown  in  Fig.  3. 

-4 

The  residual  mass  imbalance  less  than  10  was  obtained  after  about  350 
iterations  in  Case  Study  I-D  while  in  the  second  case  less  than  150  iterations 
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were  needed  to  reach  the  same  extent  of  convergence,  shoving  that  fully 
developed  turbulent  flows  are  achieved  quicker  with  the  baffle. 

Fig.  4  illustrates  the  essential  features  of  the  recirculating  flow 
field.  The  recirculating  zone  is  developed  near  the  sudden  expansion  region 
due  to  the  production  of  turbulent  eddies  with  high  turbulent  intensities  and 
relatively  low  average  backflows.  The  flow  is  characterized  by  viscous 
interaction  between  the  channel  like  flow,  A,  and  large  quasi-steady  viscous 
region  B.  The  recirculating  eddy  structure  disappears  after  a  short  distance 
downstream  of  the  dump  station  and  the  duct  flow  is  characterised  by  positive 
axial  velocities  throughout  the  velocity  field.  The  recirculation  zone  with 
the  reattachment  point  is  also  shown  in  the  figure. 

The  reattachment  length  for  such  a  ducted  recirculating  flow  field  has 
been  the  subject  of  a  number  of  experimental  studies  (5,  6,  9,  10)  and  will 
be  discussed  in  detail  later  on  Cviz.  section  4.(c))  to  show  that  the 
reattachment  distance  is  correctly  predicted  by  the  present  numerical  method. 

The  representative  radial  distributions  of  mean  axial  velocity  and  mean 
radial  velocity  are  shown  in  Figs.  5  and  6  -  for  the  two  cases  -  at  a  number 
of  axial  positions  upstream  and  downstream  of  the  dump  station.  In  Fig.  7 
are  plotted  the  mean  axial  velocity  profiles  for  these  two  cases  for  the  sake 
of  comparison.  Fig.  8  shows  the  mean  turbulent  kinetic  energy  in  radial 
directions  at  a  number  of  axial  positions.  The  axial  distribution  of  the 
centre  line  velocity  is  shown  in  Fig.  9.  The  data  in  these  figures  excepting 
Fig.  8  have  been  non-dimensionalised  by  the  inlet  velocity,  and  the  axial 
and  radial  distances  have  been  ratiodd  to  the  dump  combustor  duct  diameter. 

The  kinetic  energy  profiles  are  non-dimentsionalised  by  the  inlet  kinetic 
energy, 

The  marked  differences  in  the  profiles  for  the  two  cases  are  apparent  in 
the  figures.  These  will  now  be  discussed.  The  velocities  in  the  recirculation 
zones  are  higher  when  the  baffle  is  present.  This  is  also  supported  by  the 


higher  turbulent  kinetic  energy  profiles  as  shown  in  Fig.  8.  The  maximum 

value  of  normalised  turbulence  kinetic  energy  k/<.  is  reached  closer  to  the 

in 

sudden  expansion  plane.  The  maximum  values  occur  near  the  centre  of  the 

mixing  zone  and  extend  further  downstream.  However,  the  positive  axial 

velocities  are  smaller  in  magnitudes  but  more  uniform  when  the  baffle  is  present. 

< 

The  decay  of  the  centre  line  velocity  is  higher  with  the  baffle  than  without  the 
baffle,  showing  the  higher  mixing  achieved  in  the  former  case. 

These  features  are  in  broad  agreement  with  the  experimental  results  of 
Smith  et  al  (6) . 

4.  3-DIMENSIONAL  ANALYSIS;  REACTIVE  AND  NON-REACTIVE 
FLOWS;  WITH  OR  WITHOUT  BAFFLE  AND  NOZZLE 
The  computer  programme  capable  of  solving  3-dimensional  partial  differ¬ 
ential  equations  was  modified  and  improved  to  remove  the  difficulties  mentioned 
earlier.  The  programme  was  then  applied  to  a  number  of  simple  cases  and  was 
found  to  give  plausible  predictions.  The  results  which  will  be  reported  in 
this  section  relate  to  the  dump  combustor  configurations  shown  in  Fig.  2b. 

The  geometrical  dimensions  ofthe  dump  combustor  and  in  the  case  of 
reacting  flows,  the  fuel  used  are  given  in  section  2. 

A  27  X  18  X  7  grid  structure  in  the  x,  y  and  6-direction  was  chosen. 

The  differential  equations  solved  are  u,  v,  P',  k,  e  for  the  non-reactive 
case  and  u,  v,  P* ,  <,  e,  f,  m^^  and  h  in  the  case  of  reacting  flows.  The 
differential  equations  for  these  variables,  their  significance  and  meaning 
are  to  be  found  in  reference  1. 

RESULTS  AND  DISCUSSION 

(a)  CASE  STUDY  I- 3D;  WITHOUT  FLAME  HOLDER  OR  NOZZLE 

The  radial  distributions  of  the  mean  axial  and  radial  velocities  for  the 
reacting  case  are  shown  in  Figs.  10Ca>b),  while  the  mean  axial  velocity 
distributions  for  the  non-reactive  case  are  shown  in  Fig.  ll(a,b).  The  axial 
distribution  of  the  centre  line  velocities  for  both  reactive  and  non-reactive 
cases  are  shown  in  Fig.  12. 


The  data  shown  for  radial  profiles  of  velocities  (Figs.  10,  11)  at  a 
number  of  representative  axial  locations  clearly  demonstrate  that  the  heat 
release  due  to  chemical  reaction  broadens  and  enhances  the  radial  profiles. 

It  is  also  evident  that  considerable  non-uniformities  in  the  velocity  pro¬ 
files  remain  evan  at  X/D  'V/  4.9  in  the  reactive  case  while  in  the  non-reactive  case 
the  profiles  become  essentially  uniform  at  X/D  =  3.6.  The  uniform  distribu- 
tions  at  X/D  *=  1.5  for  both  cases  are  also  to  be  expected  as  thic  location 
is  at  a  considerable  distance  upstream  of  the  dump  mixing  and  recirculation 
zone  and  downstream  of  the  inlet  port. 

The  data  shown  in  Fig.  12  also  shows  in  conformity  with  the  radial 
velocity  profiles  that  the  velocity  decays  less  rapidly  in  the  reacting  case 
than  in  the  non-reacting  case. 

All  these  predictions  agree  reasonably  well  with  the  experimentally 

observed  data  of  G.D.  Smith  et  al  C6).  These  experimental  results  were 

obtained  for  a  sudden  expansion  dtxnp  combustor  made  of  1.524  m  long  stainless 

steel  duct  with  an  inside  diameter  of  0.133  m  and  hence  correspond  closely  to 

the  actual  dimensions  used  in  the  present  predictions.  This  close  agreement 
is  shown  in  Fig.  11(c). 

Figs.  13(a,b)  show  the  predicted  radial  and  longitudinal  velocity  vectors 
for  the  cold  flow  case  study.  The  recirculation  zone  with  the  backflow 
vectors  near  the  step  height  expansion  plane  and  the  more  axial  positive 
velocity  profiles  far  downstream  and  near  the  exit  plane  are  evident  in  these 
figures. 

(b)  CASE  STUDY  I1-3D:  WITH  FLAME  HOLDER  AND  EXHAUST  NOZZLE 

Two  types  of  flameholders  or  baffles  have  been  studied  -  the  rectangular 
orifice  ring.  Fig.  14(a,b)  and  the  annular  wedge  type.  Fig.  2b.  Only  cold 
flows  have  been  simulated  with  the  rectangular  orificering  type  baffles  whilst 
both  cold  and  hot  flows  have  been  studied  in  the  case  of  annular  wedge  type 
baffles,  as  these  type  of  baffles  have  been  the  subjects  of  experimental 
studies^^'^^ . 


Figs.  14Ca,b)  show  the  radial  and  longitudinal  velocity  vectors  for  the 
cold  flow  system  when  rectangular  orifice  type  baffles  are  used.  The  flows 
past  the  rectangular  baffle  placed  at  the  interface  of  inlet-sudden  ejq>ansion 
plane  and  the  exhaust  nozzle  clearly  show  the  channel  like  flow  and  the  back- 
flows  in  the  viscous  region  just  downstream  of  the  baffle  and  dump  station. 

The  convergence  characteristics  are  shown  in  Fig.  3  and  demonstrate 
similar  behaviour  to  those  mentioned  earlier. 

The  radial  distribution  of  mean  axial  velocity  profiles  for  the  non¬ 
reacting  case  with  an  exhaust  nozzle  and  annular  wedge  type  flameholder  are 
shown  in  Figs.  15  and  16.  The  addition  of  the  nozzle  alone  or  nozzle  plus 
the  baffle  alters  the  profiles  profoundly  as  can  be  seen  from  the  coiiq>arison 
of  the  data  in  Figs.  8  through  16.  The  data  for  the  axial  decay  of  the  centre 
line  velocities  both  for  cold  and  hot  flows  for  a  number  of  such  cases  are 
shown  in  Fig.  12. 

The  addition  of  the  baffle  increases  the  mixing  near  the  dump  station 
but  the  axial  locations  where  the  profiles  become  uniform  or  fully  mixed  are 
advanced  towards  downstream  locations.  The  expansion  of  mean  axial  velocity 
along  the  centre  line  (Fig.  12)  due  to  the  presence  of  chemical  reaction  is 
similar  to  the  experimental  observations  by  Smith  et  al  (6)  and  Wang  et  al  (11). 

Figs.  17(a,b)  show  the  radial  distribution  of  mean  axial  and  radial 
velocities  for  the  reactive  case  when  both  the  annular  type  of  flameholder  and 
exhaust  nozzle  (Fig.  2b)  are  present.  The  data  presented  in  Figs.  15  through 
17  demonstrate  the  effect  of  chemical  reaction  and  heat  release  on  the 
profiles.  It  clearly  shows  that  heat  release  broadens  the  radial  profiles  and 
highlights  the  sustained  higher  velocity  resulting  from  the  chemical  reaction 
as  observed  in  experimental  studies  (6). 

Fig.  17(c)  shows  the  radial  distributions  of  axial  velocities  and  tempera¬ 
tures  for  the  reacting  case  and  should  be  compared  to  the  data  shown  in  Fig. 

16  for  the  non-reacting  case.  Axial  velocity  profiles  are  similar  except 
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that  the  magnitudes  of  the  velocities  are  nearly  twice  as  hig  in  the  former 
case  due  to  the  effects  of  chemical  reaction. 

(c)  DISCUSSION  OF  THE  FLOW  BECIRCDLATION 
ZONE  AND  REATTACHMENT  LENGTH 

The  recirculation  zones  and  the  reattachment  lengths  in  the  flowfield 
just  after  the  sudden  expansion  dump  station  are  shown  in  Figs.  4,  5,  7  and 
others  presented  in  the  previous  sections.  It  can  be  seen  that  the  flow 
separation  characteristics  are  well  defined  for  both  reactive  and  non¬ 
reactive  cases.  There  are  a  number  of  experimental  studies  of  this  zone 
relevant  to  the  dump  coinbustor  configurations  (4,  5,  6,  9,  10,  12).  It  is 
therefore  worthwhile  and  interesting  to  compare  the  present  predicted  zones 
with  those  experimental  observations. 

Fig.  18,  shows  the  variation  of  recirculation  zone  lengths  L',  with 
sudden  expansion  stepheight,  h,  for  a  number  of  axisymmetric;  ducted  turbulent 
mixing  combustor  flow  systems.  The  combustor  duct  diameter,  D  has  been  used 
as  a  normalising  parameter.  In  this  figure  are  shown  the  experimentally 
observed  variations  of  L'/D  with  h/D  as  well  as  those  predicted  by  the  present 
numerical  simulation  method. 

Based  on  the  surface  oil  flow  visualization  results,  Drewry  (5)  found  that 
that  there  are  two  linear  relationships  for  the  variation  of  reattachment 
length  L*  with  the  step-height,  b,  as  given  below 

L»  -  7.9  h  (11) 

and  L'  -  9.2  h  (12) 

The  slight  difference  in  the  dependency  of  L*  on  h  was  attributed  to  the 
differing  Reynolds  number.  However,  the  results  of  Smith  et  al  (6)  showed 
that  this  length,  L'  may  also  depend  on  whether  chemical  reaction  is  present 
or  not,  while  Chriss  (13)  and  Schulz  (14)  found  that  L*  is  essentially 
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identical  for  the  reactive  and  non-reactive  case. 

Similarly,  the  results  of  experimental  observation  by  Abbott  et  al  C9) 

showed  no  variation  of  L*  or  flow  patterns  for  wide  ranges  of  Reynolds  number 

4  6 

('K<  10  -  10  )  and  turbent  intensities,  provided  the  flow  is  turbulent  before 

the  step,  which  is  true  for  all  the  cases  studied  in  this  report. 

Table  II  shows  the  flow  recirculation  zone  length,  L' ,  for  a  number  of 
cases  which  have  been  studied  by  the  present  modelling  technique.  It  can  be 
seen  from  the  table  and  Fig.  18  that  the  predicted  reattachment  length  mostly 
follow  the  relation  given  by  equation  (12)  and  the  results  from  reactive  and 
non-reactive  case  studies  show  that  L*  is  essentially  the  same  for  both  cases 
in  conformity  with  the  results  of  Drevry  (5),  Chriss  (13)  and  Shulz  (14). 

However,  comparisons  of  the  cases  (a)  through  (e)  in  table  II  show  that 
the  variation  of  L'  may  depend  on  h/D  ratio  being  less  than  0.25  or  so.  This 
may  be  caused  by  the  fact  that  when  h  is  less  than  the  radius  of  the  inlet 
port,  (Fig.  18),  the  mixing  zone  is  reduced  and  attains  a  more  or  less 
constant  value  when  the  step  height  is  of  the  order  of  the  radius  of  the 
inlet  port.  In  this  context,  the  results  of  Abbott  et  al  (9)  are  noteworthy. 

Abbot  et  al  observed  that  the  flow  separation  in  sudden  expansion  chambers 
has  three  distinct  regions  -  laminar,  transitional  and  turbulent.  In  the 
laminar  case,  the  flow  is  laminar  all  the  way  beyond  reattachment.  In  the 
transitional  stall,  the  flow  is  laminar  at  separation  but  transition  to 
turbulent  flow  occurs  prior  to  reattachment.  In  the  turbulent  case,  the 
boundary  layer  is  turbulent  before  the  separation.  However,  these  three 
distinct  zones  which  exist  in  the  recirculation  region,  cannot  be  distinguished 
by  the  present  computer  programme  because  of  the  limitations  which  have  to  be 
put  on  the  grid  structure. 

Abbott  et  al  showed  that  L'/R^^  plotted  against  gives  a  better  and 

consistent  dependence  of  the  reattachment  length  on  the  combustor  geometry. 
Accordingly  in  Fig.  19,  the  lengths  and  corresponding  to  the  transitional 
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TABLE  II:  FLOW  RECIRCULATION  ZONE  LENGTHS 
FOR  DIFFERENT  CASES 


Combustor 

Flow  Conditions 

L' 

D 

h 

Sudden  Expansion 

only 

Cold 

0.6721 

0.3048 

0.0762 

Cold 

Cold  Ca) 

0.6350 

0.2920 

0.0698 

Cold  Cb) 

0.4255 

0.2794 

0.0635 

Cold  (c) 

0.3302 

0.2660 

0.0568 

Cold  (d) 

0.2540 

0.2540 

0.0508 

Cold  (e) 

0.642 

0.3048 

0.0762 

Cold 

0.632 

0.3048 

0.0762 

Sudden  Expansion 

with  Annular 

Cold 

0.664 

0.3048 

0.0762 

Wedge  baffle 

Sudden  Expansion 

with  Annular 

Wedge  baffle  and 

Exhaust  Nozzle 

Sudden  Expansion 

Cold 

0.580 

0.3048 

0.0762 

with  Exhaust 

Hot(f/a  =  0.05) 

0.5750 

0.3048 

0.0762 

Nozzle  only 

Sudden  Expansion 

only 

Hot(f/a  -  0.05) 

0.617 

0.3048 

0.0762 

Hot(f/a  =  0.05) 

0.175 

0.0762 

0.0191 

Hot(f/a  -  0.045) 

0.692 

0.3048 

0.0762 

Hot(f/a  =  0.055) 

0.692 

0.3048 

0.0762 

Hot(f/a  -  0.04) 

0.692 

0.2048 

0.0762 

Hot(f/a  -  0.35) 

0.692 

0.3048 

0.0762 
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h/D 

L'/D 

0.25 

2.21 

0.24 

2.20 

0.23 

1.52 

0.214 

1.31 

0.20 

1.0 

0.25 

2.10 

0.25 

2.07 

0.25 

2.12 

0.25 

2.0 

0.25 

2.0 

0.25 

2.02 

0.25 

2.29 

0.25 

2.27 

0.25 

2.27 

0.25 

2.27 

0.25 

2.27 

The 


and  turbulent  regions  normalised  by  are  plotted  against  h/R^^. 
predicted  values  from  the  present  calculation  are  also  plotted  in  the  figure. 
It  can  be  seen  from  the  figure  that  Abbott's  result  show  different  dependence 
of  L|  and  on  h  beyond  about  ^  0.5  or  so.  Hence  they  have  been  drawn 

as  a  band  in  the  figure  and  the  predicted  values  fall  within  this  band.  The 
values  on  the  dotted  curve  in  Fig.  18  have  been  replottaiin  Fig.  19,  which 
incidentally  shows  that  L'/R^^  against  h/R^^  gives  a  better  representation  of 
their  dependence  than  L'/D  against  h/D. 

(d)  DISCUSSION  OF  THE  PREDICTED  TEMPERATURE 
AND  COMBUSTION  EFFICIENCY 

The  modelling  of  the  aerodynamic  and  thermal  behaviour  in  combustors 
under  combustion  has  been  slightly  changed  in  the  present  study,  compared  to 
that  presented  in  the  previous  report(l).  In  turbulent  flows,  the  influences 
of  turbulence  on  the  reaction  rates  were  taken  by  Spalding's  (8)  Eddy  Break-up 
(EBU)  model  where  the  reaction  rate  is  given  by 

»fu.EBU  ■  ‘  8*  “ 


Here  C^^  =  a  constant 

g^  =  Local  mean  square  concentration  fluctuation 
In  the  previous  report,  it  was  assumed  that  'g'  can  be  related  to  the  mean 
concentration  of  fuel  by 


g*  =  m^^  (=  mass  fraction  of  fuel) 


(14) 


In  the  present  report,  a  differential  equation  for  'g'  as  given  below 
(15) 

3  2  i 


has  been  solved 


Rr  “  “  C-  C  p  k; 
fu  R  g 


'[  L  (?) ) 


(15) 


i=l 


where 


C  -  a  constant  of  the  order  of  6. 
g 


The  representative  values  of  the  radial  distribution  of  mean  temperature 
at  a  number  of  axial  positions  are  shx>wn  in  Fig.  20.  In  this  figure  the 
temperature  for  a  sudden  expansion  dump  con^ustor  with  or  without  nozzle  are 
shown.  The  teiq>erature  profiles  for  a  combustor  having  an  annular  wedge  type 
flameholder  and  an  exhaust  nozzle  are  shown  in  Fig.  17c. 

The  radial  distributions  of  the  mean  m.  -  the  mass  fraction  of  unburnt 

fu 

fuel  are  shown  in  Fig.  21.  This  result  was  obtained  with  a  nozzle  at  the  exit. 

The  distribution  of  the  ten^erature  profiles  are  reasonable  and  in  very 
good  agreement  with  the  experimental  profiles  of  Smith  et  al.  The  centre  line 
temperature  is  low  and  the  radial  profiles  show  increasing  temperature  towards 
the  duct  wall  to  some  peak  value  in  the  turbulent  mixing,  recirculating  zone 
region.  The  downstream  station  radial  temperature  profiles  are  relatively 
uniform  and  flat  and  are  consistent  with  the  fully  mixed  fuel/air  ratio,  if 
one  takes  into  account  the  heat  loss  to  file  wall.  More  uniform  temperatures 
are  predicted  when  boththe  baffle  and  nozzle  are  present  (Fig.  17c) . 

The  axial  distributions  of  the  centre  line  temperature  and  off-centre- 
line  plane  (Y/R^  =  .23)  are  shown  in  Fig.  22.  It  is  instructive  to  note  that 
the  convergence  of  the  centre  line  values  of  the  flowfields  are  very  slow  due 
to  the  peciiiarities  of  the  solution  procedure  using  cylindrical  polar  co¬ 
ordinate  systems.  Thus  it  takes  a  large  number  of  iterations  to  obtain  fully 
convergent  centre  line  values  while  the  off-centre-line  values  reach  fully 
convergent  profiles  rapidly.  This  is  seen  from  the  fact  that  the  6-grid 
spacings  decrease  towards  the  centre  line,  so  that  a  much  finer  6-grid 
spacing  exists  near  the  centre  line.  These  smaller  spacings  cause  the  f.d.e. 
coefficients  to  be  much  larger  than  in  the  other  directions  (x  and  r-directions) 
coefficients.  Because  after  the  TDMA  (ref.  1)  traverse  in  x  and  r-directions, 
the  resulting  variable  near  the  centre  line  at  any  6-plane  is  influenced  by  the 
neighbouring  values  of  the  variable  at  the  previous  and  subsequent  6-planes 
and  since  one  of  the  neighbouring  values  will  always  be  the  previous  iteration 

'  / 
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value  and  the  other,  though  a  new  iteration  value,  will  still  be  very  close 
to  the  previous  iteration  value,  the  initial  guessed  near  centre  line  values 
are  being  updated  very  slowly.  This  behaviour  is  clearly  demonstrated  in 
Fig.  22.  The  curves  I,  II  and  III  for  centre  line  teiq>erature  profiles  are 
drawn  after  100,  200  and  400  iterations  respectively  while  the  curve  V  is 
drawn  after  100  iterations  and  IV  remains  constant  upto  400  iterations.  Thus 
it  shows  that  while  the  centre  line  temperature  profile  still  needs  more 
iteration  to  adjust  to  the  converged  values,  the  off-centre  line  temperature 
profile  has  already  reached  the  fully  converged  values.  The  same  behaviour 
is  shown  by  the  centre  line  axial  velocity  also. 

Fig.  22  also  shows  that  at  the  axial  location  X/D  ^  3  to  4,  the  off- 
centre  temperature  profile  has  attained  a  flat  value  Calso  shown  in  Fig.  21) 
indicating  almost  fully  mixed  and  burnt  condition. 

The  effect  of  inclusion  of  the  nozzle  on  the  combustion  is  shown  in  Fig. 
20.  It  is  seen  that  the  inclusion  of  the  nozzle  at  the  exit  enhances  the 
mixing  and  hence  the  burning  of  the  fuel  with  the  consequent  increase  in  the 
chemical  reaction  and  heat  release  2%  more  temperature  rise  has  been 
predicted) . 

The  radial  distributions  of  m^^  shown  in  Fig.  21  clearly  demonstrate  the 
amount  of  fuel  left  and  hence  the  state  of  chemical  reaction  and  burning. 

The  fuel  is  nearly  spent  towards  the  exit.  The  increases  in  the  amount  of 
m^^  distributions  towards  the  ducted  wall  locations  (marked  A,  B  in  Fig.  21) 
correspond  to  the  inlet  and  the  dump  station  walls  where  the  chemical  reaction 
was  deliberately  allowed  not  to  take  place  in  the  present  programme.  This  is 
also  reflected  in  the  dip  in  temperature  profiles  (Fig.  20).  This  was  done  in 
absence  of  any  knowledge  of  the  wall  temperature.  This  information  when 
available  could  be  easily  incorporated  into  the  programne.  However,  in  the 
present  computer  model  any  assumed  wall  temperature  can  be  used  and  the  combus¬ 
tion  efficiency  could  be  studied  i^ich  could  not  be  done  here  due  to  lack  of 
computer  time. 
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(e)  DISCUSSION  OF  PREDICTED  COMBUSTION  EFFICIENCIES 


WITH  THE  EXPERIMENTAL  RESULTS 

A  number  of  parametric  studies  C2  to  6)  relating  to  the  sudden  expansion 
dump  combustors  having  different  L,  D,  h,  f/a,  have  been  made 

experimentally  and  their  effects  on  the  combustion  efficiencies  found.  It  is 
therefore,  worthwhile  to  compare  these  experimental  results  with  the  predic¬ 
tions  from  the  present  computer  model  calculations.  This  will  further  add 
confidence  to  the  ability  of  the  numerical  modelling  technique  as  a  tool  of 
designing  purposes. 

Fig.  23  shows  the  experimental  results  (16,17)  of  sudden  expansion  dump 
combustors  for  a  number  of  dump  combustor  diameters  against  f/a.  These 
results  were  obtained  for  pre-mixed  fuel-air  entering  the  combustors  at  a 
number  of  f/a  ratios.  It  is  clear  from  the  figure  that  the  combustion 
efficiency  increases  with  the  dump  combustor  diameter  as  well  as  with  the  f/a 
ratios. 

The  combustion  efficiency  also  depends  on  the  combustor  length-to-duct 
diameter  ratio  L/D  for  each  duct  diameter  as  shown  in  Fig.  24.  The  experi¬ 
mental  results  are  shown  in  Fig.  24.  The  experimental  results  are  redrawn 
from  Stull  and  Craig's  (16)  data.  The  fuel  used  was  JP-4  (section  2)  whose 
equivalence  ratio  of  1  corresponds  to  f/a  *  0.0677.  The  experimental  data 
are  for  a  0.3048  m  ID  dump  combustor  for  L/D  ■>  3  and  4.5.  These  two  values 
of  L/D  were  chosen  as  the  L/D  ratio  for  the  calculation  falls  within  these 
limiting  values.  The  combustion  efficiencies  predicted  by  the  computer  model 
are  also  shown  in  Fig.  24  for  a  number  of  f/a  ratios. 

The  experimental  combustion  efficiency  was  obtained  from 


A  T. 


"^ti 


(16) 


Where  is  the  total  temperature  rise  measured  and  is  the  ideal  tempera¬ 

ture  rise  for  the  £/a  ratio  as  computed  from' equilibrium  chemistry 
calculations. 

The  predicted  combustion  efficiency  shown  in  Fig.  24  has  been  obtained 

from 

s  theoretical  f/a  for  given  A.T 
actual  f/a  for  given  AT 


where  AT  is  the  rise  of  temperature  across  the  combustor  due  to  combustion 

«  T  ,  -  T. 
out  in 

The  values  of  theoretical  f/a  have  been  taken  from  the  'Combustion  temperature 

rise  V.  f/a  ratio'  graphs  CIS)  for  various  values  of  T.  .  The  reference  fuel 

in 

for  which  the  data  has  been  calculated  is  a  typical  hydrocarbon  fuel  for  which 
the  stoichiometric  f/a  is  0.068  and  is  43.1  x  10^  H/Hg.  These  values  are  very 
close  to  those  of  JP-4  and  are  thought  cerainly  adequate  for  the  above  calculation 
Inaccuracies  in  the  predicted  would  be  less  than  1-2%  arising  from  the 
uncertainties  in  reading  the  graphs. 

The  calculated  agrees  remarkably  well  with  the  experimetnal  values  of 
R.R.  Craig  et  al  but  as  can  be  seen  the  calculated  Hq  reaches  maximum  value 
and  flattens  off  after  f/a  '<>  0.06.  Hence  the  model  calculation  underpredicts 
the  combustion  efficiencies  over  f/a  »  0.06. 

A  major  reason  for  this  underprediction  of  combustion  efficiency  lies  in 
the  use  of  a  simple  chemically  reacting,  one-step  global  chemical  reaction 
model  to  characterise  the  combustion  process.  Since  this  model  is  only  an 
idealisation  of  what  actually  occurs,  this  departure  from  the  observed  condius- 
tion  efficiency  is  expected.  Definitely,  better  knowledge  of  the  reaction 
rate  constants  is  required.  It  is  necessary  to  take  into  account  the  multiple 


reactions  in  the  hydrocarbon  fuel  combustion  process  each  with  its  own  set  of 


constants.  In  the  present  calculation  model  has  been  taken  as  constant. 
Obviously  a  temperature  and  species  concentrations  dependent  would  be  better. 
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In  future  work,  these  aspects  should  be  incorporated  into  the  model  and 
their  effects  on  the  predicted  temperature  should  be' studied.  (N.B.  In  our 
studies  of  gas  turbine  combustors,  greater  precision  has  resulted  from  more 
comprehensive  models.)  In  Fig.  24  also  is  plotted  the  calculated  Hp  when  a 
blockage  'v<  10%  in  the  form  of  annular  wedge  is  placed  in  the  inlet-dunq> 
station  interface.  The  experimental  studies  of  Craig  et  al  have  shown  that 
the  increases  with  die  blockage.  Unfortunately,  the  experimental  data  are 
given  for  only  wall  injection  type  of  fuel  entry  and  not  for  pre-mixed  flame. 
Though,  as  a  result,  a  direct  comparison  is  not  possible,  an  increase  of  the 
calculated  due  to  the  introduction  of  a  modest  blockage  is  evident  in  the 
figure  24.  Craig  et  al  have  shown  that  a  blockage  of  35-40%  is  needed  to  see 
the  observable  difference  in  the  n-,  which,  however,  could  not  be  done  in  the 
present  study  due  to  lack  of  time.  However,  in  the  case  of  10%  blockage  the 
inlet  velocity  was  100  m/s  while  in  the  case  of  no  blockage,  the  inlet  velo¬ 
city  was  200  m/s.  Thus  the  predicted  combustion  efficiencies  imply  that  the 
comparable  can  he  obtained  with  lower  inlet  velocity  when  flameholders  are 
introduced. 

Hence  a  study  of  the  effects  of  flameholder  blockage  and  the  inlet  velo¬ 
city  on  the  combustion  efficiency  should  be  undertaken  in  future  work.  This 
presents  no  problem  as  the  coiiq>uter  programme  for  these  calculations  are 
available  and  in  running  condition. 

5.  CONCLUSIONS;  SUGGESTIONS  FOR  EUTUEE  WORK 

Both  reacting  and  non-reacting  flows  fn  a  typical  sudden  expansion  dump 
combustor  having  12"  ID  (0.3048  m  ID)  have  been  simulated  by  a  two-dimensional 
and  a  three-dimensional  computer  modelling  calculation.  The  combustor  con¬ 
figuration  and  the  inlet  flow  conditions  were  similar  to  those  used  in  the 
experimental  studies  conducted  at  the  AFAPL,  Ohio,  in  order  to  compare  the 
predictions  furnished  by  the  numerical  modelling  technique  with  those  experi¬ 
mental  results. 
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However,  due  to  lack  of  computer  time  and  the  need  for  extensive  modifi¬ 
cation  and  development  of  the  existing  computer  programme,  only  a  small  number 
of  parametric  investigations  could  be  made. 

Only  the  premixed  flames  have  been  studied  and  reported  here.  All  the 
investigations  are  around  a  12"  ID  baseline  combustor,  with  or  without  flame- 
holders  and  exhaust  nozzle.  A  number  of  fuel— air  ratios  were  used  in  the 
simulation  in  order  to  study  the  combustion  efficiencies,  with  only  one  value 
of  combustor  length-to-dump-diameter  ratio,  L/D.  Given  time,  this  parametric 
investigation  of  different  L/D  ratios  and  its  effect  on  the  could  he 
easily  conducted  with  the  existing  computer  programme.  This  is  left  for 
future  frork. 

Two  types  of  flameholders  were  investigated  -  one  a  rectangular  orifice 
type  and  t;  e  other  an  annular  wedge  type.  Here  again,  only  cold  flow  studies 
were  conducted  in  the  former  case;  though  in  the  latter  case  both  cold  and 
hot  flows  were  investigated.  The  effects  of  changing  the  blockage  percentages 
on  the  were  not  investigated.  This  investigation  can  also  he  easily  under¬ 
taken  in  future  work,  as  the  computer  programme  is  in  running  state  and  it  is 
only  the  computer  time  which  is  needed. 

However,  the  cold  and  hot  flows  in  a  siiiq>le  sudden  expansion  dump  combus¬ 
tor  as  well  as  in  such  a  combustor  with  flameholder  and  exhaust  nozzle  have 
been  calculated  and  compared  with  the  experimental  data.  The  predicted  values 
of  the  flow  fields,  both  reactive  and  non-reactive,  combustion  efficiency  and 
the  recirculation  zone  lengths  have  been  found  to  be  in  remarkably  good  agree¬ 
ment  with  the  experimental  data. 

Only  in  one  aspect  was  quantitive  disagreement  observed  with  experimental 
data  regarding  the  predicted  n  for  f/a  ratios  nearing  the  stiochiometric 
value.  The  possible  reasons  for  such  a  discrepancy  have  been  mentioned.  It 
is  apparent  from  experience  that  combustion  of  a  liquid  fuel  involves  mixing 
of  a  fine  spray  of  droplets  wirh  air,  vaporization  of  the  droplets  and 


intimate  mixing  of  the  broken  up  molecules  of  the  hydrocarbons  with  the  oxygen 
molecules  and  finally  the  combustion  process  itself.  In  order  to  simulate, 
these  effects,  the  one-step  chemistry  used  in  the  present  model  is  obviously 
expected  to  be  insufficient  to  predict  the  actual  temperature  rise  and  hence 
the  real  state  of  combustion  in  such  complicated  combustor  systems.  Two  step, 
or  better,  multi-step  chemistry  with  teiiQ>erature  dependent  should  be  used 
and  taken  up  as  a  future  work  in  this  project,  together  with  the  inclusion  of 
droplet  dynamics. 

A  further  conclusion  which  can  he  drawn  from  this  study  is  that  the  com¬ 
puter  modelling  of  combustors  can  add  to  our  knowledge  and  insight  into  the 
factors  which  affect  the  combustor  performance.  The  computer  modelling  tech¬ 
nique  can  with  confidence  he  used  to  study  the  detailed  behaviour  at  different 
regions  of  the  combustor  separately  and  this  can  be  utilized  to  determine  the 
effects  of  inlet  velcity,  temperature,  turbulence  level,,  fuel  distribution 
and  mode  of  fuel  entry  on  the  overall  performance  of  the  combustors  and  the 
distributions  of  the  reactants  in  the  combustor  flow  fields.  By  judiciously 
excersizing  and  altering  the  states  of  the  inlet  flow  conditions,  fuel-air 
ratios  and  distribution  and  above  all  geometrical  configurations,  a  large 
volume  of  parametric  performance  informations  can  be  gathered  that  will  aid 
and  cut  the  cost  of  ' cut— and-try*  experimental  work,  in  the  development  and 
design  of  the  dump  combustors  for  various  applications. 
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FIG. 2(a)*  COAXIAL  SUDDEN  EXPANSION  DUMP  COMBUSTOR 

2(b)*  COAXIAL  SUDDEN  EXPANSION  DUMP  COMBUSTOR 
WITH  FLAMEHOLDER  AND  EXHAUST  NOZZ-LE. 


thout  flame  holder ) . 


FIG. 7.  RADIAL  PROFILESOF  AXIAL  VELOCITY  . 


DISTRIBUTION  OF  MEAN  KINETIC  ENERGY  OF 
TURBULENCE  . 


FLOW. 


F1G.9.  AXIAL  DISTRIBUTION  OF  CENTRE'LPNE  VELOCITY. 
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RADIAL  DISTRIBUTION  OF(a)  mean  axial  vel.,(b)  mean  radial  vel. 
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COLD  FLOW 


FIG.13(a).  RADIAL  VELOCITY  VECTORS- 


COLD  FLOW,  (with  baffle  and  nozzle)- 


FIG-14 


COLD  FLOW(with  battle  and  nozzle)- 

VELOCITY  POSIT ic:;  J;  IS  VELOCITY  POSITION  Js  2S 


VELOCITY  POSITION  fC 


FIG  14  (to  )  1,2  -  RADIAL  VELOCI TY  VEC  TORS  • 

3  -  AXIAL  VaOCI  TY  VECTORS  • 
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RADIAL  DISTRlBLITrONS  OF(a)  mean  axial  vel.,(b)  mean  radial  vel 
PROFILES- 


0-82  2'07  3*77  4-59  4'90 

X/D 

no. 17(c)-  RADIAL  DISTRIBUTION  OF  AXIAL  VELOCITY 
AND  TEMPERATURE. 
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FIG. 18.  VARIATION  OF  L'  WITH  h  ( R,  ..CONSTAN  T  ) 


RG.  19-  VARIATION  OF  L  WITH  h  (  CONSTANT) 


FIG.20.  RADIAL  DISTRIBUTIONS  OF  TEMPERATURE 


FIG.22.  AXIAL  DISTRIBUTIONS  OF  TEMPERATURE 
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G-24-  PREDICTED  AND  EXPERIMENTAL  EFFICIENCY 

(PRE-MIXED  FLAME) 


